r < 


Sanitized Copy Approved for Release 2011/07/22 : CIA-RDP80-00809A000600360700-4 


CLASSIFICATION CONFIDENTIAL' 


CENTRAL INTELLIGENCE AGENCY REPORT 

» INFORMATION FROM 

FOREIGN DOCUMENTS OR RADIO BROADCASTS CD NO. 



COUNTRY USSR 



SUBJECT Scientific - Radio, vacuiun tubes 


DATE OF 

INFORMATION 19^9 


HOW 

PUBLISHED Booklet 


DATE DIST. Dec I 950 


WHERE 

PUBLISHED Moscow 


NO. OF PAGES 1 


DATE 

PUBLISHED 19'^9 


LANGUAGE Russian 


SUPPLEMENT TO 
REPORT NO. 


THIS DOCUMINT CONTAINS IHPORNATION AFFICTINO THI NATIONAL DIFINSlI 
OF THI UNITIO STATU WITHIN THI MKAMINS OF KSFIONAOK ACT SO I 
U. S. C.. S I AND ST. AS AHINOCD. ITS T<IAHSHISSION OR THI RIVILATIOH I 
OF ITS CONTINTS IN ANT MANNIR TO AN UNAUTHORIZID FKRSOH IS FRO* ■ 
NISITIO ST LAW. RIFROOUCTION OF THIS FORM IS FROHIBITIO. ■ 


THIS IS UNEVALUATED INFORMATION 


SOURCE 


Radiolampy otechestvennogo proizvodstva , Gosenergoizdat, 2k pp. 
End 12, MA, Moscow, R-ll6-Tf9, 21 July I 9 L 9 . 


TABLE OF CORTERTS FOR 
"SOVIET RADIO TUBES” BY K. I« DROZDOV 


This booklet contains information on the principal electrical parameters 
and base diasrams of Soviet-made vacuum tube instruments in common use. 



TABLE OF CORTENTS 


1. Brief Notes on the New System for Designating 
Vacuum-Tube Instruments 


2, Receiving-Amplifying AC Tubes 


3 . Receiving-Amplifying DC Tubes 


4. Low- and Medium- Power Oscillator Tubes 


5 . Rectifier Tubes 


6. Various Vacuum-Tube Instruments 


Mercury Rectifier Tubes 


8 . Neon Tubes 


9 . Table of Interchangeable Radio Tubes 


10 . Bas e Diagrams 


which summarizes B. B. Gurfinkel's book, Receiver- 


- E N D - 


CLASSIFICATION 

IX|N8«B T 


COMFIDEHTIAL 

DISTRIBUTION 


50X1 -HUM 


50X1 -HUM 



Sanitized Copy Approved for Release 201 1/07/22 : CIA-RDP80-00809A000600360700-4 









